

This report is required by law (7 USC 2143), Failure lo report according to the regulations can 
result in ah order to cedse and desist and to be subject to penalties as provided for in Section 21! 

See attached form for 
additional information. 


Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 63-F-0001 

CUSTOMER NUMBER: 005 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Oak Ridge National Laboratory 
P.O. Box 2008 

Oak. Ridge. TN 37831 


- ^£004 


T elephone: 865-574-4333 




|3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. 

Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


\ REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY { Attach additional sheets if necessary or use APHtS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, conditioned, 
or held for use in 
leaching, testing, 
experiments, 
research, or 
surgery but not ys 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use ot 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












1 3. Other Animals 












*No Regulated Spec 

:ies 












I ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing ttie care, treatment, and use of animals, including appropriate use of anastatic, analgesic, and tranquilizing drugs, prior to, during, and following actual ras€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

3} This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


1 CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

1 ( Chief Executive Officer or Legally Responsible Institutional Official ) 


a TiTi c r\c r* c n no imotiti iri/-tMAi TYccir'iAi / fypQ or Print } 

DATE SIGNED 

xinioi 


^ J8), which is obsolete.) 


{ AUG 91 ) 










This report is required by law (7 USC 2143). Failure to report according to the regulations can NOV 1 22101 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 i 


See attached form for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 63-R.0001 
> CUSTOMER NUMBER: 29 


University Of Tennesee - Chattanooga 
College Of Medicine 
979 East Third St. 

P.O. Box 339 
Eiianger Medical Center 
Chattanooga, TN 37403 


Interagency Report Corwfel No.: 


FORM APPROVED 
OMB NO. 0579-0036 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets If necessarv or use APHIS Form 7023A > 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

4. Dogs 

0 

5. Cats 

0 

6. Guinea Pigs 

0 

7? Hamsters 

0 

8. Rabbits 

0 

9. Non-human Primates 

0 

10. Sheep 

0 

11. Pigs 

0 

12. Other Farm Animals 

0 



13. Other Animals 









animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E ) 


ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to. during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annuai report, in addition to identifying the lACUC-approved exceptions, this summary inr 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 


Ill/lO/O^ 


\ Auvj y 1 ) 


ich is obsolete.) 








This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


OCT 2 62DW 


See attached form for 
additional information. 


Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 

63-R-0002 


CUSTOMER NUMBER: 

851 



Mehany Medical College 
Animal Care Facility 
1005 D.B. Todd Boulevard 
Animal Care Facility 
Nashville. TN 37208 


■^REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


( REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7623^ ) I 

" ■ I ■ " ■ I - " ' I J ^ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 

j D. Number of animals upon 
' v^ich exp>eriments, 

teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiment^: — 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 

1 results, or interpretation of the teaching, research, 

experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 


173 



173 

7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 






1 1 . Pigs 


12 



12 

12. Other Farm Animals 












13. Other Animals 

























I^^SURANC^STATEMBTO 


1 ) Professionalty acceptable standsuds governing the care, treatment, and use of animals, irH:luding appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and followjng achjal rase 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered aKematives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards stkI regulations be specified arKi explained by the principal investigator and ap 
Institutional Animal Care arxl Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 



38). which is obsolete.) 
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UNITEO STATES DEPARTMENT OF AGRtCULTURE 
ANIMAL and PLANT HEALTH INSPECTION SERVICE 


1. CEartRCAie NUMBER: 63-R*0CC5 

CUSTOMER NUMBER: 353 


rCRM APPCJQvES 
CMS NO ■:5'j-r:!^ 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Vanderbilt University 
Aa-6206 Medical Center North 
Nashville, TN 37232 


Telephone: (615) -322-2231 


1 : reporting facility l sr 3 

local or 5 'Anere arir- 

3.5 A-ere -CLsed ^r used 



essa'-, 

FACIUTY locations Sites ' • See Aocred L s: r j 

1 REPORT OF ANIMALS USED BY OR UNDER C 

:ONTROL OF RESEARCH FACILITY i Anach additional sheets if necessarv or use APHIS Form 7023A ) 

A. 8. 

Animjls Covered 

By The Animal 

W>‘ifara RegT^'cttioris 

Nuo'ce'' af ar.rrai 
De'^g zf»z 
CCrd‘*'Cred or 

he'd ‘or ..se r 
reacr.ng rest.rg 
eTCiermer‘3. 

research, cr 

5L,fgerv b'-ii "ct yc 
used ‘cr si^ch 

Dorooses 

C. Nome "Of 

aru'^j’s jcor 
■wn O'* 'each in . 5 
research 

a^cerr-e-is or 

les’s .-ere 

corduoied 
invcivrg •'o Oair. 
d'Strass. or use o 

paih-reiieving 

drugs 

D. Nur'oer of arifna'S uocr 

vrh.oh e.xcerneris 
feachicg resear:.-* 

Surgery, or :es:s we-'e 

COr'duCfed r^vol'virg 
accorroaryirig oa<n or ' 

distress to tne anirrais ar 
fer Afuch aocrocnate 
j anestheix araiges.c c' 

j trarqui'ii'ng drugs -ve'e 1 

used. j 

Nur''ce''Of ar.rrais uccr a- :.- 'eacr.rg e< 2 e' -~e^i3 
resea'Ch, surge^'y or res;a .>e'e cc^Ci-c:ed r, 
ac 2 cmca''yi''g ce r or : a’'e33 *c '"e r'a s arc 
(he ^se of acorocr aie aresrrei c ard.ges.o cr rrar j.. j 
drugs ^cuonave idv^er^e , j^'ected 'he 2f2ced.jrei '45 
cr o‘ Te lea :' "9 'esea'C" ece'-.-'e'rj 

Surge'’/ or tests ( An e»: a-a*cn of ine 2r2cedures 
cod-c rg oa'h cf O-stress — ese arn^a s aro •!*e 'e.To. 
S-c-’ drugs ‘vere ^ci use: oe at'acrec :c T.s 'ez:r 

F, 

C- A,\ V-...S 

( COLUMNS 

C ^ D - E 

- Dogs 


413 

1 

414 

0 C3!3 


J 14 


14 

Guirea ° qi 


147 


147 

’ HarnstS''^ 

235 - 

J 20 ■ i 


255 

2 Racoifs 

29 

548 


577 

9 Non-r-jimar Prirnaies 

37 

! 1 

6 _ ' 


43 

*■ Sheeo 


J 52 ; 


52 

- P'93 


L38 i 


138 

'■2 Crrer Fa'm A.rirpa?S 




1 3 Aoinals 

' f 

■Ferret ^ 

9 

: 19 1 


28 

Frog 

349 

234 


583 

Gerbil 


193 i 


193 

1 ASSURANCE statements 


P'2f^S3'Crai'y 3c2«ctac^^ Jiardards lar- !r»attr«ri. 3rd 3f arr^ais, ,nclu-3i''3 looroora'e jse of iresre'c. arai^eaic. a-d f.rr; drugs r'cr 'o 3rr: 3-‘-J 'e? 

*?s*rg SL.'g'?'"/ or Aj^^nfrerfafif^r 3v ‘^“S 'ac'-iy ^ 


C3'' 


•". z^ ".-jsrgji:' “is 3i‘5'"a' ,^s o oair^^^i di'ocsdu'-as 


■ ” 3 ' 3 C ‘1 5 30 ''-jr ''5 ’2 “"e sta''da’’d 3 arg 'sgu'a' crs ,,rd^'‘ ‘rij A;: ard f ras * 9 gu<red ‘hai e.vcec'^ors *0 're srarcjrds 3rd ‘eg^ia'icrs oe jce-: arg e^o 3'^ed Oy 2'T- 33- '“'esi 3^: »: 

irs- :ra A' r~a 3.-ri ij5,» Car^'^’t'ee 'AC'vC A summat7 of all »gcn eiception* is attached to this anngaf reoort. 'n izz 'cr -c ce^’ ^ ; "e 'ACUC-acc'o.e': 303 ■*• ; — 3-, ' 

2 ' -j’ ■?rc a.-d :r 3f -"e i* :ec? 33 .v^n 35 :re 50ec ei 3 rd ■’ur^'ceT of arirra's a^ecred 

e'e'' ■'3^ ar* zf '^ s '“se3'’2r* *3:2 ''’y ’'as iccfocf ■ 4'e authc^'^iy ‘o ers.^re ire oTOvistcr of aoecuaie ve^er'nao a^'d 'c over^va* iZiZ'jsz'/ of asceois 2* i'' ""3' !3'-? i’- 


1 CERTiPiCATlON BY HEADQUARTERS RESEARCH FaCiLi'T/ OFFOiA^, 

( Chie* E.^ecutive 0 ^:cf^ or Legally Rasccrs ci^ Irstitutrorai C^c a ' 


\iA<4.i^ .* r:T' = "'C’ •' r /^D -_ 




5 oCiOre-e 









uNfTsa sTJkrgs Of AGi^iC'jtr'jRe 

animal and ^UkNT h£alTH INS?€CT1CN SfRV'CS 

NOV 3 0 200^ 

CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 
( TYPE OR PRINT) 


t RE'liS^RA^CN NO 


f-ZR^ Z *^Z 

CMa zazi 


Z. HEACCt^ARTcRS RESEARCH F aC l/T^ i<^ J ; jt ♦»;< t'4^^0 ^ j 4 

(nc.ud^ J o 


^ERCRr Of ANIMALS USE3 B/ OR UMC6R CONTROL Of RESEARCH f xOLiTf Adjcry iiiMf/r.jnK t 



iSS jWaNCE S"‘Ar«M£ST 3 



















Column E Explanation 


This form is intended as an aid to completing the Column E explanation. It is not an o"icial form and its use is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are net required as pa.h of an 
explanation. A Column E explanation must be written so as to be understood by lay pe'sons as well as scientis 


1. Registration Number: 


63-R-0O5 


2, Number 1 


of animals used in this st^dy. 


3 Species (common name) Canine (does’) of animals used tn the study 


4 Explain the procedure producing pain and/or distress. 

In this study, infection is induced by implantation of a fibrogen clot containing a low dose 
of E. coli into the peritoneal cavity of anesthetized dogs. During the 36 hour period 
following clot implantation, the dogs are expected to become transiently lethargic and 
febrile. The dogs are normotensive and do not exhibit significant discomfort. Dogs 
receive volume and nutritional support during the 36 hour period. A terminal study 
involving blood collection from the conscious dogs is conducted at 36 hours after clot 
implantation. This animal model is a nontethal model of infection, which produces a 
hypermetabolic state. 


5. Provide scientific justification '<vhy pain and/or distress could no: be relieved State "ethods cr mea's usee 
determine that pain and, -or distress relief would interfere with test results. (For Fecr'ally mandated testing. 
Item 6 below) 

Review of scientific literature indicates the use of analgesics during clot implantation 
would modify the physiologic responses to induced infection. The dose of E. coli has 
been titrated to minimize the stress to the animal and the likelihood of hypotension. 


6 What, if any, federal regulations require this procedure? Cite the agency, tre code Federal Regcaticns 
(CFRj title number and tre soedfic section number (e.g., APHIS, 9 CFR 113 102 

Agency CFR 


N/A 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 50. 


See reverse side for 
additional information. 


Interagency Report Contn 
0180-DOA-AN 


trpM^ 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
63-R-0006 


CUSTOMER NO. 
852 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

UNIVERSITY OF MEMPHIS 
LIFE SCIENCES BLDG. 101 
MEMPHIS, TN 38152 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/tes) 


See Attached Listing 

Life Sciences Dldg. Rms 115 & 123 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Animals Covered 
By The Animal 
Welfare Regulations 


C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching. 

F. 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


which teaching. 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cota. C ••• 

conducted 

distress to the animals 

interpretation of the teaching, research, 

D-i-E) 

Involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such dmgs were not used 


relieving drugs. 

used. 

must be attached to this report) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and numb^ of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

that the above is true, correct, and complete (7 U.S.C. Section 2143) 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


(Oct 88), which Is obsolete 


int) I DAT^ SIGN 

PART 1 - HEADQUARTERS 

































This report is required by law (7 USC 2143). Failure to report according to the regulations can NOV 1 72m See attached form for Interagency Report Control No.: 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21! additional informabon. 


UNITED STATES DEPARTWENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 63-R-0007 

CUSTOMER NUMBER: 045 

FORM APPROVED 

0MB NO, 0579-0036 


St Jude Childrens Research Hospital 


ANNUAL REPORT OF RESEARCH FACILITY 

Animal Resources Center 


( TYPE OR PRINT ) 

332 N. Lauderdale 

Memphis, TN 38105 



Teiephone: (901) >495-3385 



3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or expennnentatlon, or held tor these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) * See Atached Listing 


1 REPORT OF ANIMALS 

USED BY OR UNDER C 

JONTROL OF RESEAR 

CH FACILITY < Attach additional sheets If necessarv or use APHIS Form 702SA \ \ 

A, 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animels upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 

Involving no pain, 
distress, or use tr 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
trar>quilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted invoIvlnQ 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiUz 
drugs would have adversely affected the procedures, 
results, or interpretation of the leaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pam or distress in these animats a 
the reasons such drugs were not used must be attached 
this report ). 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 



3 


3 

9. Non>human Primates 



42 


42 

10. Sheep 






11- Pigs 



26 


26 

12. Other Fami Animals 












13. Other Animals 






Ferrets 

62 


18 

120 

138 

Cotton Rats 

20 

10 



10 







1 ASSURANCE STATEMENTS ■ii—n^ 


1) Proj^iora^ acceptable starKtards governing the core, treatment, and uee of animals, Including epproprfote use of anastatic, analgesic, and tranquilizing drugs, prior to, during, and following actual rear 
teaching, tasting, surgery, or axpanmentation ware followed by this research facility. ^ ^ 


2) Each principal invBstlgato ^ ad altemathras to painful procedures. 


3) This facility Is adhering to 
Inatitutional Animal Care < 
brief explanation of the ex 


and regulations under the Act, and it hes required that exceptions to the standerda and regulations be specified and explained by the principal investigator and ap 
littse (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the tACUC-ecoroved exceptions this summarv inr 
ell as the species and number of animals affected. 


rch facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILTTY OFFICIAL 
lecutive Officer or Legally Responsible Institutional Official ) 


SIGNATURE 0 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

DATE SIGNED 


APHIS FORM 7( 
f AUG 91 ) 


obsolete.) 

















Addendum to the 2004 USDA Annual Report of the Research Facility 


Active Projects during the Reporting Interval with Animal Care and Use Committee 
Approved Exceptions to the Regulations or Standards of the Animal Welfare Act 


One protocol utilizes nonhuman primates in which the experimental design involves the 
selection of individual animals as bone marrow transplant recipients. Transplant 
recipients are expected to wear a jacket and to be attached to a tether to support the long 
term implantation of an intravenous catheter for supportive therapy. The investigator has 
received approval for this protocol by the Institutional Animal Care and Use Committee. 
Currently, seven nonhu man primates have been acclimated to the jacket system. The 
animals are acclimated to the jacket for seven days. Animals that successfolly acclimate 
to the jacket undergo acclimatization to the tether for seven days. The purpose of the 
jacket is to protect an implanted catheter exit site and port lumens which are external to 
the animal in the back, and to provide a stable platform for the tether. The tether will 
contain the intravenous line tubing and is attached to the jacket, serving to protect the IV 
lines. The animal is evaluated daily as to how well he or she is acclimating to the jacket 
and tether. 

During the acclimation period to the jacket and tether and following irradiation, 
animals are housed accordii^ to Housing Option 2 (HO-2) conditions, approved by the 
Institutional Animal Care and Use Committee. Animals are housed singly in laminar flow 
units in the “ICU” room to ensure a clean environment at a time when they are very 
susceptible to infections. The animals are able to see and interact with each other in an 
adjacent cage due to a special divider between the two cages. This divider between the 
cages is a panel with a combination of U square grid and solid panel. Both animals are 
able to hide or remove themselves from direct sight of the adjacent animal if they so 
desire. Animals are afforded enrichment according to the ^cility's Environmental 
Enrichment Plan. Additional enrichment is provided by the principal investigator and his 
staff. Four animals have undergone irradiation, one animal has undergone 
myelosuppression via a chemotherapeutic drug and one animal will undergo either 
irradiation or chemotherapeutic myelosuppression at a future date. One animal was 
acclimated to the jacket but is now being utilized as a blood donor for animals 
undergoing irradiation or chemical myelosuppressioa Currently four animals are 
wearing jackets and none are tethered. 

The period of time that the animals are tethered following irradiation is up to 
thirty days depending upon each individual animal’s recovery response. If it is 
determined that the animal will require tethering for longer than thirty days, the 
Attending Veterinarian, in consultation with the principal investigator reviews the case. 
The Attending Veterinarian determines if any exemptions to enrichment or housing 
conditions is warranted based on the animal’s clinical presentation. Exemptions are to be 
made following approval from the Institutional Animal Care and Use Committee. 



Addendum to the 2004 USDA Annual Report: Explanation of the Procedures in 

Category E 


Our institution is a collaborative center of the World Health Organization Laboratory 
(WHO) for influenza vaccine research and discovery. One protocol utilizes ferrets for 
which the experimental design involves studies to determine the pathogenicity of highly 
pathogenic influenza A viruses of the HS and H7 subtypes. The clinical signs of disease 
range horn pneumonia to central nervous system deficits that can be fatal for some 
animals on study. Analgesics are not utilized to alleviate pain or distress in these animals 
because of the potential to ameliorate the effects of the virus resulting in the inability to 
establish the pathogenic index which is essential for implementing policies regarding the 
eradication of influenza viruses with disease potential in animals and humans. 

Ref; 

H^hly pathogenic avian influenza (fowl plague): Manual of standards for diagnostics 
tests and vaccines. Office International des Epizootics, Paris, France. ppl23-129, 1992. 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 

See attached form for 
additional information. 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1 . CERTIFICATE NUMBER: 63-R-0011 

CUSTOMER NUMBER: 353 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

East Tennessee State University 

P.O. Box 70418 

Johnson City, TN 37614 

Telephone: (423) -439-6292 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testii 

ng, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or Interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

8 


29 


29 

5. Cats 

0 




0 

6. Guinea Pigs 

7 


193 


193 

7. Hamsters 

0 


20 


20 

8. Rabbits 

3 


110 


11(D 

9. Non-human Primates 

0 




0 

10. Sheep 

0 




0 

11. Pigs 

4 


32 


32 

12. Other Farm Animals 

0 




0 







13. Other Animals 

























I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



is obsolete.) 


( AUG 91 ) 










This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21i 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 03-R-OO14 
CUSTOMER NUMBER: 040 


Columbia State Community College 
Po Box 1315 /JPt n 

Columbia, TN 38402 2 

Telephone: (931 ) -540-2743 


Interagency Report Contrt^ 


FORM APPROVED 
0MB NO. 0579-0036 


<5^ 


3. REPORTING FACILITY ( List all locations where animals were housed or used In actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

1 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

4. Dogs 

0 

5. Cats 

0 

6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


Horses I 

0 

13. Other Animals 


Goats 

0 

Calves 

0 




animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


OCT 2 92I)D» 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 

63-R-0017 

CUSTOMER NUMBER: 

8212 


Interagency Report Co 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Rhodes College 
2000 N. Parkway 
Memphis, TN 38112 


Telephone: (901) -843-3795 


3. REPORTING FACILITY ( List all locations where animals were housed or used In actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


A. B. Number of 

animals being 
bred, conditioned, 
Animals Covered or held for use in 

By The Animal teaching, testing. 

Welfare Regulations experiments, 

research, or 
surgery but not ye 
used for such 
purposes. 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


6. Rabbits 


9. Non-human Primates 


10. Sheep 

11. Pigs 


12. Other Farm Animals 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annuai report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME & TITLE OF OR INSTITUTIONAL OFFICIAL ( Type or Print ) .X. ^ ^ DATE SIGNED 




















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 1 


See attached form for 
additional information. 


Interagency Report Contn 


a 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 63-R-0019 

CUSTOMER NUMBER: 847 

1 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Lincoln Memorial University 

Cumberland Gap Pkwy 

Harrogate, TN 37752 



Telephone: (423) -869-361 1 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LQQATIONS ( Sites ) * See ^ched Listing / r j 

rhiilipA ]/ e,te.ninati^ / e,chnoioQ.ii Ce.nte.fi f South pa/it ol CampuAj 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach_addWonat^heetsjf^Tecessarv^^ 


A. 

Animals Covered 

By The Animat 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 

1 research, or 

surgery but not y€ 
i used for such 

purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
' accompanying pain or distress to the animals and for wh 

the use of appropriate anesthetic, analgesic, or tranquitiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

1 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

16 

/o 

0 

26 

5. Cats 

0 

0 

2 

0 

2 

6. Guinea Pigs 

0 

1 

0 

0 

i 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

l 

0 

0 

/ 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

1 1 . Pigs 

0 

0 

0 

0 

0 

1 2. Other Farm Animals 

0 

0 

0 

0 

0 







13. Other Animals 






















1 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to. during, and following actual res( 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 




CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 
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See attached form for 
additional information. 


Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1 . CERTIFICATE NUMBER: 63-R-0 1 02 

CUSTOMER NUMBER: 077 

FORM APPROVED 
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ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Medical Training Center 

2222 State St. Suite A 

Nashville, TN 37203 
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1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 

i surgery but not y€ 

used for such 
i purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 





IS 

5. Cats 



■ 



6. Guinea Pigs 






7 Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pigs 



3 <^ 


3 ^ 

12. Other Farm Animals 





t 







13. Other Animals 






■ — ^ 



















1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal Investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inr 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

















This report is rei^uired by lavf (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21.' 

See attached form for 
additional information. 


Interagency Rep^^^on^TJo.. 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 63-R-0105 

CUSTOMER NUMBER: 043 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

University Of Tennessee 

At l^nrtvv/illck 

70 9A Andy Holt Tower 
Knoxville, TN 37996 - 0 1 7 4 

Pec 



(865) 974-4048 




1 3, RCPORTINC FACILITY ( Lict all locations •.•.'here animals were housed or used in actual '■esearch, testing, c experimentation, or held for these pnrpnseR Attach additional sheets if necessary ) j 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


( REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 

I I ' I 


A, 

Animals Covered 

By The Animat 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, ortranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the leaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

105 

20 

567 


587 

5. Cats 

1 1 


203 


203 

6. Guinea Pigs 

8 


6 


6 

7. Hamsters 

50 

13 

20 


33 

8. Rabbits 

9 

1 

20 


21 

9. Non-human Primates 





0 

10. Sheep 


1 



1 

11. Pigs 





0 

12. Other Farm Animals 






Horses 


65 



65 

Cattle 


58 



58 

Goats 

10 

' 



0 














I ASSURANCE STATEMENTS 

1 ) Professionally acceptable standards governing the care, trealmeni, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to. during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures, 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inr 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 
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CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
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DATE SIGNED 






A 3 (OCT 88), which is obsolete.) 




* ThiL ^’eporl is required by law (7 USC 2143) Failure lo report according to the regulations can 
result in an order lo cease and desist and to be subiect lo penalties as provided lor in Section 2150. 


See reverse side lor 
additional information. 
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ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

( TYPE OR PRINT) 


I. REGISTRATION NO. 


63-R-0105 


Interagency Report Control No. 
018000 A- AN 


FORM APPROVED 
OM8 NO 0579 0036 


2. HEADQUARTERS RESEARCH FACILITY (A/ame and Addrsst. as registered wrth USDA, 
inc/ude Zip Code) 

University of Tennessee 
at Knoxville 

709A Andy Holt Tower 
Knoxville, TN 37996-0174 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adutitional sheets tf necessary or use this form ) 


Animals Covered 
By The Animal 
Welfare Regulations 


12 &/OH 13 Other 
(List by species) 


1 3 . Other Animal 


Number of 
animals being 
bred, 

conditioned, or 
held Jor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yel used iur such 
purposes. 


C Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ot pain- 
relieving drugs. 


D. Number of animals upon 
which experunenis. 
teaching, research, 
surgery, or tesls were 
conducted involving 
accoinpaiiyiny pain or 
disiress lo Ihe animals 
and lor which appropriate 
anesihetic. analoesic. or 
Iranquili 2 ing drugs were 
used. 


Number ol animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or disiress 
to the animals and for which Ihe use of appropriate 
anesthelic. analgesic, or tranquilizing drugs would 
have adversely afiected the procedures, results, ot 
interpretation ot the teaching, research, 
experiments, surgery, or tests. (An explanatiof} of 
the procedures producing pain or distress in these 
animats ana rne reasons such drugs were not used 
must be eiteched to this report). 


TOTAL NO. 
OF ANIMALS 


<Cols. C + 
D > E) 


Sauirrels 


Chipmunk 


Allegheny 



1) . Professionally acceptable standards governing Ihe caie. treatment, and use of animals, including approriale use of aneslheltc, analgesic, and Iro'iqutimng drugs, prior to. during. 

and following actual research, teaching, testing, surgery, nr eMperimentalion were followed by this research tacilily 

2) . Each principal investigator has considered alternatives to pairdul procedures 

3) . This facility is adhering to Ihe standards and regulations u^vjer the Act, and il has required that exceptions to Ihe standards and regulations be specified amt explained by Ihe 

principal investigator and approver) by Ihe InstilulKiiial Animal Care and Use Committee (lACUC) A summary of alf such exceptions is attached to this annual report in 
addition to identifying the I ACUC approved exceptions, this Lunimary metudes a brief explanation of Ihe exceptions, as well as the species ami nuinbei of animats affected 

4) The attending veterinarian lor this research facility has appropriate authority lo ensure Ihe provision of adequate veterinary care and lo oversee Ihe adequacy ol other aspects ot 
animal care and use. 


CERTIFICATION BY IIEAUQUARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 
t cerlify ihat Ihe above is true, correct, and complete (7 U S C Section 2143) 



NAME • TITLE OF C E O. OR INSTiTtlTIONAl OFFiriAl or Print) 


DATE SIGNED 




PART 1 - HEADQUARTERS 
























































SITE 001 University of Tennessee - Knoxville 

Office of Laboratory Animal Care 
Knoxville, TN 37996-4503 

Locations under Site 001 : 

Office of Laboratory Animal Care 
Cherokee Bldg A 
Knoxville, TN 37996 

Office of Laboratory Animal Care 
Veterinary Teaching Hospital 
Knoxville, TN 37996 

Office of Laboratory Animal Care 

Joseph E. Johnson Animal Research Farm and Teaching Unit 
Knoxville, TN 37996 

Department of Large Animal Clinical Sciences 
Cherokee Research Farm 
Knoxville, TN 37996 

Department of Large Animal Clinical Sciences 
Veterinary Teaching Hospital 
Knoxville, TN 37996 

Department of Small Animal Clinical Sciences 
Veterinary Teaching Hospital 
Knoxville, TN 37996 

Department of Small Animal Clinical Sciences 
Joseph E. Johnson Animal Research and Teaching Unit 
Knoxville, TN 37996 

College of Arts and Sciences 
Ml 06 Walters Life Sciences 
Knoxville, TN 37996 

University of Tennessee Knoxville Medical Center 
1924 Alcoa Highway 
Knoxville, TN 37920-6999 
(effective 8/1 1/03) 


This report Is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


lOV 2 32014 


See attached form for 
additional information. 


Interagency Report Contfcl No 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 03-R-O1O7 

CUSTOMER NUMBER: 34^1 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

University Of Tennessee - Memphis 

956 Court Street 


( TYPE OR PRINT ) 

Box 17 

Memphis, TN 38163 



Telephone: (901) -448-5500 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these puq>oses. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 


ill 

6 

0 

17 

5. Cats ' 






6. Guinea Pigs 


299 

7 

Q 

306 

7. Hamsters 


157 

0 

0 

157 

8. Rabbits 


174 

7 

0 

181 

9. Non-human Primates 


11 

12 

0 

23 

10. Sheep 






IT. Pigs 


751 

44 


795 

1 2. Other Farm Animals 






Goat 


3 

0 

0 

3 

13. Other Animals 

























I^assurance^^eme^T 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual res« 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as welt as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 











Facility Locations 
Certificate Number: 63-R-0107 
Customer Number; 841 

Coleman Building 

Molecular Sciences Building 

Wittenborg Anatomy Building 

Nash Building Annex 




auuiiiuncii iiituinidUUI 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


DCTl 82(114 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 

63-R-0113 

CUSTOMER NUMBER: 

1009 



Medical Education & Research Institute 
44 S. Cleveland 
Memphis, TN 38104 

Telephone: (901) -722-8001 


3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets If necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 

5. Cats 

6. Guinea Pigs 

7. Hamsters 

8. Rabbits 

9. Non-human Primates 

10. Sheep 

1 1 . Pigs 

1 2. Other Farm Animals 

1 3. Other Animals 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O’ 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 




o 

c> 

o 

o 

o 

_a. 

o 


I 


ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 
teaching, tasting, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to pain^l procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A sununary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATi iRP nF r F o rjp inistiti iTir>NAi off r.iAi 


^IG^‘ 


I MAMF A TITI F nP r. F n nQ IKIQTITI ITinMAI nFFiriAl / Dr.W \ 


DATE SIGNED 


lO'K-CS 


APHIS f 

( AUG 91 ) 











thhra^oct I* required by law (7 use 2143). Failure to report aoconlng to tie teguMianscen 
In an oirtar to oease and daslat and to be tubieel to penalliec aa pronMed tor In Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


JAN 2 7 200 


'iat attached form for 
auaoiiai vnormaiion. 


InteragerKy Report 


o2j^ 


1. CERTIFICATE NUMBER: 63-R-0114 

form APPROVED 

0MB NO. 05794)036 

CUSTOMER NUMBER: ggg 

University OfThe South 

735 University Ave. 

Sewanee.TN 37383 


Teiephone: (931) -598-1447 



3. REPORTING FACILITY ( List all locations where animals were housed or used In actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RES 


A. 


SfSfTi 


FACILITY r Attach additional a 


wm. 


- ^ fSUOtiOL.0 


tf nacossarvor usa APHIS Form 7023A > 




IfT. 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


B. Number of animal 
being bred, 
conditioned, or 
heldforusein 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 


C. Numberof 
animals upon 
which leacNng, 
research, .. 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relievfog 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesihelic, analgesic, or 
IrinquiHzing drugs were 


E. Nutiher of anirnafo upon which teaching, experiments, 
research, surgery or tests wrere conducted involving 
aooompanying pain or distress to the animals and for wh 
Iheuse of appropriate anesthetic, analgesic, or trenquiliz 
dnjgs would have adversely affected the procedures, res 
or imerpratalion of the teacNng. research, e)g>eriments, 
surgery, or tests. (An explanation of the procedures 
produ^ pain or distress in these animals and the reasr 
such dnigs wrare not used must be attached to tNs report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



1 ) Professionally acceptable standards governing the care, treatment and use of animals, including appropriate use of anestetic. analgesic, and tranquHizing drugs, prior to, during, and foHowhtg actual resc 
teaching, testing, surgery, or e;q)erimentation were followed by this research facility. 

2) Each prindpat investigator has considered altematives to painful procedures. 

3) TNs facility is adhering to the standards and regulations under the Ad, and tt has required that exceptions to the standards and regulations be specified and explained by the prindpd investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report In addtkxi to identifying the lACUC-approved excepfierts. this summary inc 
brief explanation of the exceptions, as well as the species and number of animais affected. 

4) The attending veterinarian for this research fadlity has appropriate authority to ensure ttte.provlsion of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFRCIAL 
( Chief Executive Officer or Legally Responsible Instttutional Official ) 



NAME A TITLE OF C.EO. OR INSTITUnONAL OFFICIAL (TypeorPrint) 


|DATE SIGNED 


Hele.) ' 

























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


NOV ? 42ia4s 


iSee attached form for 
additional Information. 


Interagency Report Cont 



UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. CERTIFICATE NUMBER: 

63-R-0115 

CUSTOMER NUMBER: 

7457 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Nashville Zoo 
3777 Nolensviile Road 
Nashville, TN 37211 


Telephone: (615) -833-1534 




3. REPORTING FACILITY ( List alt locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets if necessarv or use APHIS Form 7023A ) 


C. Number of 
animals upon 
which teaching, 
research, ' 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use or 
pain-relieving 
drugs. 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

4. Dogs 

0 

5. Cats 

0 

6. Guinea Pigs 

0 

7. Hamsters 

0 

8. Rabbits 

0 

9. Non-human Primates 

0 

10. Sheep 

0 

1 1 . Pigs 

0 

1 2. Other Farm Animals 

0 



1 3. Other Animals 


otters 

0 

elephants 

0 

anteaters 

0 




D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to ttie animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquitiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
produdng pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 

0 

0 

0 

@ 0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 


ASSURANCE STATEMENTS 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anest^ic, analgesic, and tranquilizing drugs, prior to. during, and foliowing actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of ail such exceptions Is attached to this annual report In addition to identifying the lACUOapproved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate auttK)rity to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



1 CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

^ ( Chief Executive Officer or Legally Responsible Institutional Official ) 

TICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Prim ) 

DATE SIGNED 

1 1 / 23 / 


18-23 (OCT 88). which is obsolete.) 











































Interagency Repo 




This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


NOV i 4 20D4 


See attached form for 
additional information. 



UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 63-R-0116 

CUSTOMER NUMBER: 17184 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Neotech, Lie. 

10061 Hwy22 

Dresden, TN 38225 

Telephone: (731) -364-5856 

3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testii 

ng, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets tf necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E ) 

4. Dogs 


_ / ilL _ I 



/ C' 

5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 

























I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animat care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C. 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

DATE SIGNED 

APHIS FORM 7023 

obsolete.) 


I f 


( AUG 91 ) 



Annual Report of Research Facility 
NEOTECH, LLC 
Certificate Number: 63-R-0116 
Customer Number: 17184 


3. Reporting Facility 

Building Number 3 
9840 Highway 22 
Dresden, TN 38225 



